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Requirenent PIC/SI/2-32/55 


on 26 Jugust by 
TR 3h. 55 uon LG Yeiulrement is 
z . checkince cut this revort for JR8-59 
ee ued there ia no “B' or O° coverage and the instaullatien 
25X14 Was net revecled ou GX coveruge. Therefore, the cxact nature «f this iostal- 
lation cammot be determined from cvallable onetorsran 


25X1 2. I: regurd ; el anecific cvestion, has a sdmtler 
dustaliation been acted € re, [| _—_—_—atuted he has not choerved 


muy dactallution cimilar to the ane referenced in TR 349-55 (1.d) during 
his extensive study of communication factlities for IR-8-59 und other 
ro,ects. This disesssion saticfied the recuiremert and 

gs ecific cuesticns. 
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